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2 October 1959 a 


ip 


MEMORANDUM FOR : Comptroller, DPD 


SUBJECT : Final Settlement of Contract No. BE2022 
with Westinghouse Electric Corporation 
25X1A 
1. Reference is made to sectors Ea was dated 
14 May 1959, regarding final settlement o e subject contract. 
ILLEGIB 


2. Attached are the following documents supporting the 
contractor's final claim under the contract: 


a. Contractor's Release, in triplicate. 
b. Contractor's Assignment of Refunds, Rebates’ 

and Credits, in triplicate. : 
ec. Final Voucher, 12 copies.| 
d. Final-Statement of Cost, copies. 
e. Contractor's Cumulative Claim an 

Reconciliation, 11 copies. 


3. It will be noted that the contractor's total claim 
is in the amount of $142,276 whereas the final contract price based 
on approved audited cost and fimed-fee, set forth in Par. 6 of 
the above referenced memorandum, is aiho,279. This difference ; 
of $3.00, in favor of the Government, will change the amount to 
be credited to Fiscal Year 1957 CHALICE funds from $7,721 to $7,724. 


Contracting Officer, DPD 
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